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1.     (Continued)

Section II of the MIM for Device 15A21 contains an
illustration of the 15A21 airborne search radar
system that indicates the location of all major units
in the system.

In the MIM for Device 15A21 an illustration that
indicates the location of all major units in the
system can be found in Section

II

2. Which section of the MIM provides information about
the location of all major units in an
airborne search radar system.

a.  Section II.

b.  section IV.

c.  Section V.

d.  Section I.

e.  Section III.

3.   After determining the location of the unit to be
removed or installed, turn to Section III for the

removal/installation procedures.    Corn-
correct procedures in the maintenance
system and observance of a few basic
all provided in Sectior  III, will
iges to the radar system and maintenanceir-
